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Basic Measurement

Self Test Exercises

Answer the following questions in the space provided check your answer with the Self-Test
answers located in Appendix. If you answer 75% of the items correctly, continue work in Chapter 5.
If you score less than 75% repeat your work In this chapter.

1.      What is the volume in cubic inches of a hemisphere 6' in diameter?
Answer:________________

2.      How many cubic yards of concrete will be required to pour an 18" concrete slab for a
basement if the basement measures 33' x 18'?

Answer:________________

3.      What is the volume in gallons of a cylinder that is 14.5 feet long and has a diameter of
6'? Answer:_________________

4.      What is the volume in cubic feet of an 8" cube? Answer:____________________

5.     How many cubic inches are there in 20 gallons? Answer:__

6.      Calculate the volume of the object depicted below: Answer:.

volumes of the component parts. After finding the space of the smaller, more uniform shapes, you
